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E.O. 11652: N/A 
TAGS: NATO, SENV 

SUB J : CCMS: ENERGY CONSERVATION IN BUILDINGS MEETING 
REF: HAGUE 1462 

FOR THE RECORD, FOLLOWING TWO OFFICIALS FROM MINISTRY OF HOUSING 
AND REGIONAL PLANNING HAVE BEEN NAMED TO ATTEND ABOVE MEETING 
STARTING MAR 26. 

ENGR. H.L.M. VAN DUYSE, DEPUTY HEAD, BUILDING TECHNIQUES DIVISION; 
ENGR. A. LEEUWENBURG FROM SAME DIVISION. 
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